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OBSOLETE 22-JAN-81 

REFER TO A-SP-7665141-0-3 

A-SP-766 5 347- 03-0000 Wire Insulation Pull Test - Q.C. 



* 



A-SP-766504 3-33-0000 

OBSOLETE 22-JAN-31 

REFER TO A-SP-7565141-3-3 

1-SP-7S65050-30-3033 Cable Inspection and Test Standard - ^$ 

OBSOLETE 3-MAR-B1 Insp. Standard 

<EFER TO DEC STD 116 ^ 

A-SP-76650 51-00-0 000 

Of Printed Circuit Boards 

ftev. B 35-?eb-75 

Department: Process Quality Assurance 
Responsible Person: Guido Mardones 4| 

Stds. fkgmt. Group: Mfg. Process and ^ 

Quality Assurance ^ 





iz/Lb Dia 


1 Push/Pu. 


11 Gauge 


Calibrat 


:ion Q.C. 






Cable Ir 




and Test 




Insp. St 


:andard 
ihip Crit 




tact Appearance 



mmm 



Table 3. (Cont'd) 

Document Number Title 

A-SP-756 5352-03-3 300 Memory Circuit Boards - Acceptance 



Rev. Init. 03-Apr-70 
Department: 

Responsible Person: Ron Belanger 
Stds. Kgmt. Group: Mfg. Process and 
Quality Assurance 

A-SP-7665353-03-0303 Dial Vernier Calibration - Q.C. Procedure 

OBSOLETE 22-JAN-81 

REFER TO A-SP-766 5141-3-3 

A-SP-766 5 354 -33-3 3 00 Vernier Caliper Calibration Q.C. 

OBSOLETE 22-JAN-31 Procedure 

REFER TO A-SP-7665141-3-3 

A-5P-7665355-33-3333 Depth Micrometer Calibration Q.C. 

OBSOLETE 22-JAN-31 Procedure 

REFER TO A-SP-7S55141-3-3 

A-3P-756 33 56-33-3 333 



A-5P-7565357-33-S 



A-SP-7665053-33-3003 
OBSOLETE 22-JAN-31 
REFER TO A-SP-7565141-, 



Responsible Person: Janes Cudmore 

Quality Assurance 



Rev. Init. 20-May-73 

Stds. Mgrat. Group: Mfg. Proc 



ZDSOQSD 
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Table 3. (Cont'd) 


Document Number 




Title 


A-SP-7665359-33- 


-3333 

-81 

.41-3-3 


Ancle Iron and Angle Plate Calibration - 


OBSOLSTE 22-JAN- 


2.C. Procedure 


REFER A-3P-7665J 




A-SP-76653S3-33- 


-3C33 


Control Of Fixtures Used In Fabrication 




Ships - g.C. Procedure 












Responsiole Person: Don Bevins 






Stds. Mgmt . Group: Mfg. Process and 


A-5P-766Sa61-a0- 


-3C33 


Incoming Inspection Equipment Set-Lip 




Procedure For DEC AICT/PDP7 






Rev. Init. 35-Aug-70 






Department: 






Responsible Person: Linda Curren 






Stds. Mgrat. Group: Mfg. Process and 


A-SP-7665363-33- 


-3333 


Incoiring Inspection Equipment Set-Up 




Procedure For Calibration Of DEC AICT A-D 




Rev. Init. 37-May-73 












Responsiole Person: Linda Curren 






Stds. Marat. Group: Mfg. Process and 


A-SP-76fa5064-33 


-3333 


Date Coding Material 

Rev. B 13-May-77 

Department: Manufacturing Process 

Responsiole Person: Dennis MajiKas 

Stds. Mgmt. Group: Mfg. Process and 


A-SP-766S365-33 


-3333 


Diode Forward Recovery Test Setup 


CHANGE LM PROCE 






TO OBSOLETE 




Department: 



responsiole Person 



Duality Assur 



ED5DQED 
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Document Nun 



^-SP-7665366-03-3303 



Table 3. (Cont'd) 
Title 



:ing_ 



r Batr 



Thermal Shock & Dry ing Ov en 
ftev. D 12-Sep-75 

Responsible Person: W.J. Martin 
3tds. Mgmt. Group: .Mfg. Process and 
Quality Assurance 



A-SP-766506 7-33-3382 
CHANGE IN PROCESS 
TO CONVERT TO 
DEC STD 367 



Procedure For Handling And Assert 
Zlectro-Static Sensitive Devices 
Rev. A(X03) 9-Dec-83 
Department: Process Management 
Responsible Person: Don Dawes 
Stds. Mgmt. Group: Mfg. Process 



• 



A-SP -755536 3 -33 -3333 



A-5P-^565372-33-3333 
OBSOLETE 12-DEC-33 



A-5P--6653"3-33-3333 
CHANGE IS PROCESS 
TO BECOME PART OF 



EDJ00S0 
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27-Mar-81 



Table 3. (Cont'd) 



Document Number 

A-SP-7665075-00-2 



Procedure Foi 



iing Non-Conforming 



M ateri al and In-Prc 

HeVr-S ei-Apr-78 

Department: Manufacturing Process Q.P 
Responsible Person: Dennis Majikas 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 



^-SP-7665077-G 



Procedure Fo r ECO Status Sheet 

Rev. Init. 15-Dec-72 

Department: Manufacturing Process Q.A. 
Responsible Person: Dennis Majikas 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 



A-SP-766 5079-00-0003 

OBSOLETE 14-FEB-31,fl 
TO DEC STO 059, AND 
MIL STD 135D 



Procedure For Use Of MIL-STD Sampling 



'JL Requiremen 


ts For PDP 8/M-9/F 




ts For H740D 


UL Requiremen 


ts For RK05 



JL Reauiremem 


ts For 


PDP 11/05, 


PDP 11/10 


and ME* il/L 








UL Requirement 


ts For 


PDP 11/15, 


PDP 11/20, 



SDSQDSD 
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27-Mar-81 



Table 3. (Cont'd) 



Document Number 

A-SP-7665085-03-S 



Quality Conti 



is pection Procedure - 



EflSDQaD 



Department: FAR EAST SUPPORT 
Responsible Person: Ron Belangor 
Stds. Mqmt. Group: Mfg. Process and 
Quality Assurance 



for 8E & BA8 



JL Requirements For TU60 



XOR Testing Of PDP 1 



'45 Module; 



Rev. 3 01-Jun-73 

Responsible Person: John Valentine 
Stds. Mgrat. Group: Mfg. Process and 
Quality Assurance 



-3P-7665090-00-0000 



Paper Tape Optical Comparator Cperating 
Procedure - Operating Procedure 
Rev. Init. 12-Mar-73 

Responsible Person: David Long 
S"ds. Mgmt. Group: Mfg. Process and 



^-SP-7665092-00-2 



PDP-14 System Inspection - Q.C. Procedui 
Rev. Init. 20-Oct-70 

Responsible Person: Robert Adams 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 



27-Mar-81 



Table 3. (Cont'd) 



Document Number 

A-SP-766 5394-03-3000 

OBSOLETE 22-JAN-81 

REFER TO A-SP-7665141-0-0 



453 Oscillos.:ope Calit 



\-SP-7665095-00-3030 



General Design Guide For Power Supplie 
and Power Controls 
Rev. Init. 03=Nov-70 
Department: 

Responsible Person: R. Gledhill 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 



A-SP-7665096-00-0000 
CHANGE IN PROCESS 

TO OBSOLETE AND 
CONSOLIDATE WITH 
DEC STD 131 ETC. 



Stds. Mgmt. Group: Mfg. Process 
Quality Assut 



>,-SP-7665393 -03-3000 



3US Splicing 
Rev. Init. 07-Dec-70 
Department: Kanata Backplane Mfg. 
Responsible Person: 3ill Mooney 
Stds. Mgmt. Group: Mfg. Process ai 
Quality Assurai 



'-7665099-00-0000 



Procedure 




Rev. Init. 


08-Dec-70 








Person: R. Gledhell 


Stds. Mgmt. 


Group: Mfg. Process a 




Quality Assura 


Fan Tester ! 


tfo. 7665130-0-0 




10-Dec-70 


Department: 




Responsible 


Person: Kerry Curley 




Group: Mfg. Process a 




Quality Assure 



imm 
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Table 3. (Cont'd) 



Document Number 

A-SP-7665101-00-0000 


Title 
Hardened S 


OBSOLETE 22-JAN-81 
REFER TO A-SP-7665141-0 


-0 



A-SP-7665103-0 0-0300 

OBSOLETE 12-JAN-31 

REFER TO A-SP-7665141-0-0 



: Packard 200 CD Wide Range 



l-SP-766 51 04-30-0030 

OBSOLETE 22-JAN-31 

*EFER TO A-SP-7665141-0-0 



: 130 EC Meter Calit 



A-SP-7665106-00-0000 

OBSOLETE 22-JAN-81 

REFER TO A-SP-7665141-0-0 



< Type 575 Oscilloscope 
Lon - ;.C. Procedure 



A-SP-756 5 137-00-33 30 

OBSOLETE 22-JAN-81 

REFER TO A-SP-7665141-0-3 



■ Q.C. Procedure 



A-5P-766 5 103-00-0336 
OBSOLETE 22-JAN-31 
REFER TO A-SP-76651^ 



< Type 139 Pulse Ger 



A-SP-7665109- 
OBSOLETS 22 -J 
REFER TO A-SE 



k Type 191 Constant Ampli 
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Table 3. (Cont'd) 



Document Number 



Title 



JDSDDiD 



i and Acceptance 



Rev. C 32-t. 



>nsible Person: L. Beyersdorfer 

. Mgmt. Group: Mfg. Process and 

Quality Assurance 



A-SP-7665117-33-3; 





3tds. yigmt. 


Group: Mfg. Process ar 
Quality Assurar 


13-3000 


Flip Chip C 


able Tester Calibration 




Sev. Init. 


ll-Mar-7i 




Sensible 


TMEC Committee 




Stds. Mgmt. 


Group: Mfg. Process ar 
Quality Assurar 


13-3300 


Systems Ins 


oection of TLI13 - Q.C. 









Stds. Mgmt. Group: Mfg. Process a 
Quality Assure 
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Document Number 

+ A-sp-7665113-ga-aaag 

. OBSOLETE 19-JAN-81 



A-sp—665i2i-33-33a0 



A-5P-7665:22-a3-t!jaa 



Table 3. (Cont'd) 



-7665119-00-3303 3/E OMNIBUS Inspection and Acceptance 

Procedure 
Rev. 3 ai-Jun-76 
Department: 

Responsible person: Art Chocoyne 
5tds. Mgrat. Group: Mfg. Process and 
Quality Assurance 



■. Acceptance Procedure 



:mt. 01-Mar- 






:.:is. Mqrnc. 3oup: Mfi- Process and 






SD'DQEQ 



Table 3. (Cont'd) 



Document Number 

A-SP-7665125-00-C 



A-SP-7665127-03-0000 



A-SP-7665129-8 



)-E Acceptance Procedure 



Depar 
Stds. 


nsible 


01-Apr- 


-71 

Mfg. 
Qual 


. Durkee 
Process and 
ity Assurance 


DK3-EA Acceptance Proced 


ure 


Rev. 

Stds. 


Init. 
nsible 


01-Apr- 
Person: 


-71 

: R.E 
Mfg. 
Qual 


. Durkee 

ity Assurance 


LE8 Acceptance Procedure 




Rev. 
Stds. 


Init. 
nsible 


09-Apr- 
Person: 


-71 

: Lawrence Narhi 
Mfg. Process and 
Quality Assurance 


Acceptance 


Procedure For 


XY3E Plotter 


Rev. 


A 01-, 


Jan-72 






Respo 


~ 




: Lawrence Narhi 
Mfg. Process and 
Quality Assurance 


PC8E 


Accept 


ance Procedur 


e 


Rlfpc 


Init. 


23-Feb-71 

Person: Law 

Group: Mfg. 

Qual 








ity Assurance 


Hardi 


gg Shock Tabli 


e Cali 


bration - Q.C. 



Table 3. (Cont'd) 



Document Number 

A-SP-7665132-00-S 



Hewlett Packard Type 6253A DC Pcwei 



yp e §_ 

-> Q.C. 



Supply Ca , 

Rev. Init. — 26-Apr-71 
Department: TMEC Committee 
Responsible Person: Bill Norris 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 



A-SP-7665133-00-0300 
OBSOLETE 22-JAN-31 
REFER TO A-SP-7665141-2 



A-SP-766 5 1 34- 00-0006 
OBSOLETE 22-JAN-81 
REFER TO A-SP-766511 



A-SP-7665135-00-0000 
OBSOLETE 22-JAN-31 
REFER TO A-SP-7665141-C 



A-SP-766 5 1 37- 00-3000 
OBSOLETE 22-JAN-81 
REFER TO A-3P-7665141-* 

A-SP-7665138-00-0000 



3.C 


Procedure 


F6045 Probe 






Tekt 


ronix Type 


i Accessory 






librj 


ition Q. 


.C. 


Procedure 




101 


Pulse Gem 




Cali 


bration Q.C 


. Pre 


jcedure 








ersal Dial 








- Q. 




:e Pn 




(•? 


ield) 



Rev. Init. 18-May-71 

Responsible Person: Lawrencs Mrhi 
Stds. Mgmt. Group: Mfg. Process ar 



MM8E Acceptance Procedure 
Rev. Init. 26-May-71 

Responsible Person: R.E. Durkee 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 
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Table 3. (Cont'd) 



Document Number 

A-SP-7665140-00- 



KM8E Acceptance Procedure 




Rev. Init. 26-May-71 

Responsible Person: R.E. Durkee 
Stds. Mgmt. Group: ft^. Process and 


Of 



Test and Measure 






Rev. B ai-Apr-76 
STATUS: (X00) 6-MAR-81 OUT TO TMEC 
REVIEW 13-MAR-81 
Department: TMEC Committee 
Responsible Person: Bill Norris 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 



A-SP-766514: 



A-SP-7665 14 5-30-0000 



W940 : 


Inspect ior 


i Procedure 






D 01-fo«/- 


-72 






Ss^o, 


nsitlo Pei 


:son: 


J.J. 


Orlando 


Stds. 


Mgmt. Group: 


Mfg. 
Quali 


Process c 
.ty Assure 


W941 


Inspectior 


i Pre 


.cedure 






D 01-Nov- 


-72 






te££ 


nsible Pel 


rson: 


J.J. 


. Orlando 


Stds. 


Mgmt. Group: 


Mfg. Process = 
Quality Assure 


W942 


Inspectio. 


! Procedure 


Rev. 


D 31-Nov- 


-72 






ite££ 


nsible Pei 


rson: 


: J.J. 


, Orlando 


Stds. 


Mgmt. Group: 


Mfg. 
Quali 


Process c 
ity Assur; 
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-SP-7S65149-33-3300 



SflgflQSD 



Table 3. (Cont'd) 



Title 



A-SP-766 5146-00-3000 W943 1 



A-SP-7665147-00- 



Rev. D ai-Nov-72 

Responsible Person: J.J. Orlando 

Stds. Mgmt. Group: Mfg. Process e 

Quality Assure 

W951 Inspection Procedure 


Rev. D 01-Nov-72 
Stds. Mgmt. Group: 

W951 Inspection Pre 


J.J. Orlando 
Mfg. Process c 
Quality Assure 



Rev. D 01-NOV-72 

Responsible Person: J.J. Orlando 
Stds. Mgmt. Group: Mfg. Process ar 
Quality Assurar 



Responsible Person: J.J. Orlando 

Stds. Mgmt. Group: Mfg. Process e 

Quality Assure 



W953 Inspection Procedure 
Rev. D 01-Nov-7 2 

Responsible Person: J.J. Orlando 

Stds. Mgmt. Group: Mfg. Process a 

Quality Assure 



Table 3. (Cont'd) 



Document Number 

A-SP-76651 53-03-3000 



-SP-7665154-33-3333 



tic Acceptance Operc 



-SP-7665157-33-3333 



Rev. Init. 30-Jun-71 




Responsible Person: David Saari 


Stds. Mgrat. Group: Mfg. 
Qua] 


Process and 


H7 34 AC Section Test Pre 


>cedure For both 


120V and 7.40V Models 




Rev. Init. 23-Sep-71 
Resoonsiole Person: Dar 




Stds. Mgrat. Group: Mfg. 
Qua] 


Process and 


XOR Module Test Station 


Specification 


Rev. mit. 06-Oct-71 




Department: Module Proc 
Responsible Person: Ric 


-h 5 powers geraent 


Stds. Mgmt. Group: Mfg. 


. Process and 
Lity Assurance 


electrical Test Procedui 


:e For G43 1 


(Incoming) 





SDSDGSO 



Solder 1 


Have Manufa 


cturir.g Pri-ess 




Procedui 


re/Specific 






STATUS : 


01-Nov- /B 
PROPOSED 


SCO RECEIVED 29-1 


4ov- .3 
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l-SP-7665163-33-3300 



i5161-33-JC33 



\-SP-7665162-33-333S 



i5163-J3-3330 



mmm 



Table 3. (Cont'd) 



Operating Specification For Twisted V 



Department: Kanata Backplane Mfg. 
Responsible Person: Bill Mooney 
Stds. Mgrat. Group: Kfg . Process ar 
Quality Assurar 



Deparcnent: Component Engineering 
Responsible Person: Vic Valenti 
Srds. Mqmt. Group: Mfg. Process a 

Quality Assura 



Test Syrt ^m S 257S 



Responsible 


33-Nov-7 
: Compom 
i Person: 

landier A 


ent Engineering 

Mfg. Process and 
Cjuality Assurance 


/ne 


325-3 Test 

Resoonsioli 
Stds. Mg rat . 


29-reo-7 
: Compom 

. Group: 


ent Engineering 
Mfg. Pro^ss and 





EL & 7665 INDEX 



27-Mar-81 



Table 3. (Cont'd) 



Document Number 

A-SP-7665164-00-8 



feradyne J259/S257S Operc 



im. 






>l-Mar-72 

Department: Component Engineering 
Responsible Person: Vic Valenti 
Stds. rtjmt. Group: Mfg. Process and 
Quality Assurance 






l-SP-7665165-00-3330 



yuanty Assurance 



\-SP- 


-7665166-03-0300 


VT35 Monitor Commercial Workmanship 




Standard 

Rev. A lS-Feb-72 






Responsible Person: T.L. Brook 
Stds. Mgmt. Group: Mfg. Process and 


\-SP- 


■7665167-33-0000 


LA30 Print Qualit" Specification 




Rev. A 21-Mar-74 
Department: 

Responsible Person: Jerry Lepire 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 


\-SP- 


-7665168-00-3000 


LA30 Head, Life Test Procedure 
Rev. A Bl-Jul-72 

Responsible Person: Jerry Lepire 



EL & 7665 INDEX 



Document Number 

A-SP-7665170-00-J 



A-SP-7665171-00-0Qg 



A-5P-7665173-00-0303 



A-SP-7665179-6 



Table 3. 'Cont'd) 



Chromate C 






r Alur 



Rev. A 07-Mar-75 

Department Mfg. Metals Engineering 
Responsible Person: Art Clockedile 
Stds. Mgrat. Group: Mfg. Process and 
Quality Assurance 



Proce 


:ss Spe< 


:. For ] 


[ron Phosphate 


On 


Cold 


Roll 


Steel 


13-Nov- 


-74 








Init. 




Department: 


Person 


: Art Clockedi 


J.e 




Stds. 


Mgmt. 


Group: 


Mfg. Process and 
Quality Assurance 


Emuls 


>ion Protectioi 


i System 


s 




Rev. 


Init. 
Mgmt. 


33-May- 
Mfg. 1 
Person 
Group: 


-73 

Process Q.A. 

: Guido Mardor 
Mfg. Process 
Quality Assut 


:e 


W900 


Electr 


ical Test Procedure (I 




jming) 


Rev. 


Init. 


12-Sep- 









sible Person: J. Robillar 



^ A-SP-7665180-33-0000 

^ OBSOLETE 19-JAN-31 

REFER TO DEC STD 139 



acedure For Calcu. 



Between-Failu; 



For DEC Pre 



A-SP-7665181-00-00e 



Operational and Mai 
For Camera Back 
Rev. Init. 18-Aug-72 
Department: 

Responsible Person: V. Gaggi 

Stds. Mgmt. Group: Mfg. Proce 

Quality As 



EQSDQSD 



27-Mar-81 



Table 3. (Cont'd) 



Document Number 

A-SP-766 5 182-00- 



Titl^ 
Specific 



-i Of Liquid Medium Thermal 



< Chamber 
Rev. Init. l3-Oct-72 
Department: Component Engineering 
Responsible Person: Vic Valenti 
Stds. Mgmt. Group: Mfg. Process and 



^-SP-7665184-00-0000 



Magnetic Tape Cleaning/Testing Procedure 
Rev. Init. 25-Apr-73 
Department: Incoming Inspection 
Responsible Person: Jim Chu 
Stds. Mgmt. Group: Mfg. Process and 
Quality Assurance 



^-SP-7665188-00- 



UL Requirements For J742 


! Power Supply 


JL Requirements For PDP 


11/40, PDP 11/45, 


PDP 11/50 

UL Requirements For 861 


Power Control 


Interfacing A Module To 


The 11/45 XOR 


Tester For Test - Steps 


To Take 







Department: 
Responsible Person: John Valentine 
Stds. Mgmt. Group: Mfg. Process end 
Quality Assurance 



\-SP-766518 9-00-0000 



SD3DQ5D 
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Table 3. (Cont'd) 



Document Number 

A-SP-7665192-00- 



-7665193-03-; 



A-SP-7S65195-00-0Z 
TO 3E SUPERCEDED 
3Y DEC 3TD 130 



11/40 XOR Tes 



Rev. Init, 09-Jan- 

Responsible Person: 
Stds. Mgmt. Group: 

11/35 XOR Operatior 


•73 

A. 3urnes 
Mfg. Process and 


Procedure 




P.ev. Init. 19-Dec- 

Responsible Person: 
Stds. Mgmt. Group: 

MAINDEC Change Orde 


Mfg. Process and 
Quality Assurance 



U96-03-3300 



A-SP-7665197-00-3000 
OBSOLETE 19-DEC-30 
REPLACED BY DEC 3TD 265 



lit. 23-Aug-73 
>ent: Components Engineei 
sible Person: Ken Hall 
kjmt. Group: Components 



EDSDDSO 
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Document Number 



Table 3. (Cont'd) 

Title 

5 Specific 



l For 



Of Pulse Transformer 

Rev. In it. 20-Oct-7A 

Department: Components Engineering 

Responsible Person: Rao Yedavalli 

Stds. Mgmt. Group: Components 

Engineering and 



UL Requirem 


ents For 


H742 Power Supply 






H743 Power Supply 


JL Requires 




H725 Power Supply 




lents For 


H735 Power Supply 


JL Requires 


lents For 


H724 Power Supply 




lents For 


H720 Power Supply 


R 


lents For 


H720E Power Supply 


JL Reauireir 




861 Power Supply 


JL Requires 




■ BC05 H, J, T, U-BC20 



SQSDDEO 
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27-Mar-81 



Document Number 



MACRODATA Test Specification - 46 


) K Baud 


UART, DEC #21-11450-3-3 




1400 Personality Card - TEST and 








13-143ZA Daughter Card Descriptic 


m /1432 


Test Procedure 




L!L Requirements For RS33, RS34 




Process Compatibility Test Methoc 





Rev. D 22-Nov-77 

Department: Components Engineering 
Responsible Person: Joe Belliveau 
Stds. ^tgmt. Group: Components 

Engineering and 



isponsible Person: Dave 3ald 

ids. -Igrat. Cr 3 up: Mfg. Proce 

Quality As 



A-3?-^5-5521£-J3-c 



".ode I HL-633 



> Person: Henry Raucf- 



lU^DQEO 
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Table 3. (Cont'd) 



Document Number 



>>-SP-76S5224-00-0330 



UX Requ: 


irements For 


11/05 NC, ND, 


11/10 


NC, ND, 


& 11/35 


fication - 




Capabil: 


ities For DEC 


#21-11318- 


-00 


and 


MACRODATA Test Specification - 


Test 






#19-10459- 




(10K 


MACRODATA Test Speci 


fication - 


(INT 






ities For DEC 


19-10653 


?EL 


3131A) 

MACRODATA Test Speci 


fication - 






Capabil. 




#23-000A2- 


-01, 


,02,03 




Radio 1792A 


Module Tester 





Rev. 3 ll-Sep-75 
Department: Module Process Management 
Responsible Person: Rich Powers 
Stds. Mgmt. Group: Mf •„ . Process and 
Quality Assurance 









Procedure For 



Rev. C 01-Sep-75 

Department: Module Process Manag( 
Responsible Person: Rich Powers 
Stds. Mgmt. Group: Mfg. Process ; 



^-SP-7665224-00-0003 
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